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S5N practice, the constant at 

^£m. trition to which cement floor; 
are s u b j eel ed ca use: 
IF the surface to crumble awa; 
lit into fine dust — a process 
1 technically known as "dust. 
iJMgd l ing" — while changes of tern- 
■"■^■"■»" peraturc. oil-, acids, etc. 
all tend to cause the cement to disinte- 
grate, and in some cases to crumble. 

The remedy is, obviously, to give the 
floor a protective coating with a suitable 
material that will till up the pores, bind tin 
surface so that it cannot "dust." and pro- 
led it against the action of oil. acids, water, 
etc., — a coating that can be easily and 
cheaply renewed, in the event of wear, SO 
that, regardless ,,f purely surface wear, tin 
body of the floor will be practicallj ever- 
lasting. 

Prior to 1905 there was no commercial 
coating on the market for.the protection ol 
Portland cement construction. Our in- 
vention was the first in the field, and from 
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CEMENT FILLER & 

A Discovery— 
Its Consequences 

THE essence of our discovery is as 
follows: All Portland cement liber- 
ates lime during the process of set- 
ting. Lime is alkaline (which i- the 
opposite of acid i and any oil paint applied 
to new concrete is destroyed on account 
of this alkalinity. In studying this con- 
dition it was found that a suitable organic 
acid — preferably an acid resin — applied 
to cement floors or walls in a thin solution 
reacts chemically with the lime and produces 
what is known as calcium resinate. A 
second coat composed of the same organic 
acid, mixed with a pigment, stops dusting, 
makes a floor moisture-proof and oil-proof 
and produces a floor which is resistant to 
wear upwards of two years, depending on 
the wear it gets. 
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micrographs. \\ lien a small particle 
of sand in the concrete comes in contact 
with the fool il is naturally dislodged, 
Hies around in the air, and when it settles 
on the delicate parts of electrical ma- 
chinery it tends to destroy them, pro- 
duces -parks, and wears out those places 
which revolve rapidly and which touch 
each other. 
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THE application of Toch's "Cement 
Filler" will bind the lime and the 
loose particles of the Portland ce- 
ment floor so thoroughly that this 
,il trition has no effect. 

It has I.e. n |',, 1111,1 through repeated experi- 
ment that one coat of "Cement Filler" and 
two coats of "Cement Floor Paint" give 
astonishing results. If you will look at the 
illustrations on pages 18 and "20 of the Gov- 
ernment Printing Office in the new United 
Mate. P„,i nil, re Building. Xew York 
City, you will see 
the trucks, laden 
with five hund- 
red (500) pounds 
of paper, that 
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THE electrical machinery on this 
floor is dripping oil continually, 
and oil-soaked waste is allowed to 
remain on the floor for hours at a 
time, anil at the end of t he day when the 
floor i^ wiped, the surface is just as good a s 
new. An untreated Portland cement llooi 
can not lie properly cleansed because the 
dirt is tracked into the pores of the floor. 
and to imagine that all Portland c 



floors are non-porou 
even the most hard 1 1 
porous after it is 
walked on for 
a few months. 
but no Portland 
cement floorgen- 
erates dust or 
dirt after it has 
Keen tilled and 
painted with 
Toch's "Ce- 
ment Filler" and 
"Cement Floor 
Paint." 
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IT must aol be understood that our 
materials will wear forever. The ob- 
vious reason is that even a stone floor 
will wear down in time. It is im- 
possible to say exactly how far our "Cement 
Filler" penetrates. We have instances 
where it has penetrated half an inch, and 
we have other instances where it has not 
penetrated more than one-sixteenth of an 
inch, but it will penetrate at least one- 
sixteenth of an inch in the most compact 
construction, [nasmuch as no two Port- 
land cement surfaces are homogeneous and 
uniform, it is obvious that "Cement Filler" 
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THE succeeding coat of semi-gloss 
' •( lement Floor Paint' ' willcover from 
■200 to '250 square feet per gallon, and 
the third coat of gloss "Cement Floor 
Paint" will cover about the same surface. 
Our general recommendation i- to apply 
one coat of "Cement Filler" andtwocoats 
of "Cement Floor Paint." Lftheseareproper- 
ly applied they will last for at least two years, 
and, in some instances, five or six years; at 
any rate, the entire coating never wears 
off* because the entire floor is not always 
in use. and those 
parts which do 
wear off — such as 
places in front of 
a lathe, or in front 
of laboratory ta- 
bles. passageways, 
etc., canbe touch- 
eduponceortwice 
ayearat an insig- 
nificant expense. 
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IN coating a concrete floor there are 
some places where the "Cemenl Filler" 
will be absorbed and disappear from 
sight. Such places are exceedingly 
porous, and if allowed to remain uncoated 
will crumble and deteriorate in a very 
short time; in fact, a soft spot in a concrete 
floor, if subjected to oil — like the dripping 
from an automobile or other machinery 
will rot the concrete until it becomes almost 
like hard cheese. Such places must be 
coated with two, three or even more coats 
of Toch's "Ce- 
ment Filler" until 
they refuse to ab- 
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ON an ordinary cement floor our "Ce- 
ment Filler" will dry in from five to 
eight hours at ordinary room temp- 
erature, but we advise waiting at 
least twelve hours before applying the 
second coat. If the floor appears to be 
dry inside of an hour, it simply means 
that the "Cement Filler" has been absorbed 
by the concrete, and another coat should 
be applied. On apparently dry surfaces 
a second coat may be applied in less than 
five hours. 

Old uaranv floors should preferably be 
only filled with two coats of Toch's "Ce- 
iiini! Filler." but a new garage floor ought 
to have two coats 
of Toch's "Ce- 
ment Filler" and 
t w o co a t s of 
Toch's "Cement 
Floor Paint." 





(jk 






4\ 


L. 


''V 


j 


t 



.Villll. IliiEL 



^nuUiL.N i runm r/vi.\ i 




CEMENT FILLER & 



ONCRETE floors should never be 
painted before they are al least 
twenty-eight days old. It is essen- 
tial to give concrete a maximum 
time ti> set; fur- 
thermore, in less 
than twenty-eight 
days concrete is 
very likely to con- 
tain an abnormal 
amount of moist- 
ure, and inasmuch 
a- our material is 
a water-proof ma- 
terial, it is natur- 
ally repelled by 
water, and on con- 
crete floors which 
contain moisture 
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Figun On> shows a high 

lv enlarged view of section 
of Portland cement 11.-, 
Note voids in the surface 
which create "dusting" 
Toch Brothers' "CEMENT 
EIEEER'and "CEMENT 
ELOOR PAINT" fill these 
void» and absolutely pre- 
vent "dusting." 

Figure T,,o is a highly 





This can be cured by an ap- 
plication of Toch Brothers' 
"CEMENT FILLER" an.l 
"C E M EXT FLOOR 
PAINT." 

Figure Three is a pi - 

mil rograph of Portland <■<■. 
raent floor composed of two 
parts sand and one part 
cement This floor is por- 
"iiv .in.l will disintegrate 
rapidly, unless treated with 
Toch Brothers' "CEMENT 
FILLER" and" CEMENT 
FLOOR PAINT." 



CEMENT FILLER c\ 

POINTS TO BE OBSERVED IN USING 

TOCH-S "CEMENT FILLER" 

AND "CEMENT FLOOR 

PAINT" 

WE cannot lay too much -Ire" on 
the importance of applying '"< E- 
MENT FILLER'' and "CE- 
MENT FLOOR PAINT" proper- 
ly in order to get the best result-. It- use 
presents no difficulties, yet there are a few 
simple, fundamental rule- that must !»• 
followed to secure the !>e-t results. 

AVOID When applying Toch's "CEMENT 

DAMPNESS FILLER" and "I EMENT I LOOK 
PAINT" in new building*. he sure they 
are thoroughly dry. New building- are always damp 
and merely opening the window will not answer. The 
proper way to ventilate a building is by opening tin- 
windows an inch or so top and bottom, also opening the 
air ducts in the ventilators if any exist. Then trait 
until the building i- thoroughly dry. 

LET THE m, ret,- Boors require 

FLOORS BE DRY from four to five week- to cure 
and dry properly, and if the 

weather condition- are adver-c. possibly longer. Hear 

■ ^^Hi^^HHHB ■ 
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this in mind and also remember thai it is al 

aecessarj thai the t! - be drj b< ton the i 

ofToch's "CEMENT FILLER" is applied. 
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HARD AND On a H..or that has l.ni troweled 

SOFT FLOORS down to a hard finish, the priming 
coatof "CEMENT FILLER" may 
be «.ll brushed out, but on a porous or disintegrating 
floor, apply the "CEMENT FILLER" more liberallj 

OIL AND Paint will not adhere to a greasy con- 
GREASF. u ■ make sure that any 

oil or grease spots are thoroughlj 
... applyingToch s "CEMENT FILLER" 
or "< I MEN T FLOOR PAINT." Mi 

! I>y u>ing a volatile liquid like a mixture 
of one-half benzine ami one-half turpentine, for what 
is cot wiped up is driven deeply into the pores of the 

\n experienced p.iiiitor may use a paint- 
er- torch t i hum out any oil or grease, hut an incxperi- 
.'iii ed person should ne^ ei do this 

In all ea.es. allow from 
twelve to twenty-four hours 
to elapse before applying 

the finishing coat oi "CEMENT FLOOR PAINT" on 

the "CEMENT FILLER ' 

CARRY IT LP There is a distinct advantage in 

THE WALL extending the eoat of "CEMENT 

FILLER" and "CEMENT 
FLOOR PAINT" about four feel up vertical walls, 
pillars, columns, etc. This prevent- the -mini- of 
these part- by dust and dirt brought in from out- 
side, and any marks left by leaning article- against 
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walls or pillars ran be rea 


lily washed on 7 . A further 


advantage is that in mop]) 


og up, if the finish extends 


up the wall and intu ■ 


.gles, the water cannot get 


underneath the edges of t 


le coatings. When a tin- 


smith tins a gutter he ea 


rries the tin well up above 


the water line; then be ki 


cms he is safe. The same 


rule applies here. The ext 


a cost is money well spent. 



RENEWALS Once the floor lias been properly 
treated, it is needless to renew the 
"CEMENT FILLER," but the finishing coat of paint 
should be renewed about once a year, if necessary; 
the life of the coating being contingent upon the service 
to a hii li ii i- subjected. 

LET THE Like every other coating, Toch's 

PAINT DRY "CEMENT FILLER AM) "CE- 
MENT FLOOR PAINT" must be 
allowed to dry and harden thoroughly before being 
walked on. If it is absolutely necessary to use the 
Boor before it is perfectly dry, ever with boards raised 
on blocks, a couple of inches above the floor. If mana- 
gers of plants and those interested in the maintenance 
of concrete Boors will observe this very reasonable 
rec|uireinetit. they will have no cause to complain of the 
paint. 

EXTRA HEAVY Ordinarily, one coat of "CE- 
SERVICE MENT FILLER"anda6nishing 

coat of "CEMENT FLOOR 
PAINT" are all that are requisite for good service, but 
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where tin- condition* are exceptionally tr,\in-, as in 
printing plants, warehouses or other places where heavy 
chases, boxes, etc., are dragged across the Boo) ii is 
advisable to apply two or three coats of "CEMENT 
FILLER" only, omitting the "CEMENT FLOOR 
PAINT." "CEMENT FILLER" is of a neutral color 
a.,,1 is „ot as readily marred as "CEMENT FLOOR 
RUNT." which dries with a glossy finish similar to a 
high-class enamel. 
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NO PUDDLES Never allow puddles of water to 
collect on a concrete floor whether 
painted or unpainted. 

SOAP Althoughour "CEMENT FILLER'and 

"CEMENT FLOOR PAINT" whendiy 

and hard are remarkably resistant to soap. we ha\c 
always been against the use of soap in washing up a 
floor which has been treated with our "< EMENT 
FILLER" and"CEMENT FLOOR PAINT, [norder 
not to be misunderstood on this subject we would like 
to explain that if we pave general directions to use soap 
on a concrete floor that has been fllled and painted it 
would include the use of powerful alkaline soft soaps, 
caustic laundry soaps and soap powder, all of which 
would be detrimental to a paint of the nature of a 
varnish resin. When we say not to use soap, we 
should like to explain to the intelligent consumer that 
if he uses a snap like Ivory or Fairy, which are both 
neutral soaps, he can wash up a concrete floor coated 
with "CEMENT FILLER" and "CEMENT 
FLOOR PAINT," as often as is necessarj 

FLAT CEMENT Wedonotrec. lendormakeour 

FLOOR PAINT "CEMENT FLOOR PAINT*' 
so thai it will dry with a flat 
finish. If anyone objects to the use of our "( EMENT 
FLOOR PAINT" on account of its gloss, let him kind- 
ly bear in mind that this plus., will wear off in a fen- 
months. Tosnpplyaflat "CEMENT FLOOR PAINT" 
means In add more pigment than the paint ought to 
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carrj 01 to add more i olatili thinm i . both of which 

ll,l\ , ;i I. 'II, I. II. V l,i \l,Mk, II I hi' |i;iilll film 

We do make a semi gloss"CEMENTFL0ORPAINr' 

fol |iriniiii- . \ I n iiic I • (- I i ,,.il 

"ii nt il n bi i, ., Hi", I , oaf ol "< i mi Ql Flooi 

Paint" is to be applii d, bul the semi gloss "Cemenl 

Hour I'ainl ' slioiilil ii,, I li, ;i|.|.li.-il I'm Hi, linisliin^ coal. 

COLORS "CEMENT FLOOR PAINT" is mad in 
twelve standard shad* i buf we i an mal i 

nny requiml -I i: i . i. ■ I l.-i 
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COVERING The covering capacity of both "'< IN- 
CAPACITY MENT FILLER" and "CEMENT 
FLOOR PAINT" vary considerably, 

according to the class of work. 

( EMENT FILLER" cove.- f 250 to350squar« 

feet per gallon, first coat, according to the porosity of 
the surface. On the finishing coat, 'CEMENT FIL- 
LER" "ill cover from 300 to 350 square feet per gal- 
!„n. (EMENT FLOOR PAINT" will cover about 




wYork. •Cement Filler" 
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OUTDOOR For exterior work, such as walls and 

WORK. roping. 1,'Mi pi my pure 1 1 I!, ,„,. 

"] tQI ID MiMsl i; II I'KIMKH." 
"LIQ1 II) KONKERIT" finishing coat and "FLEX- 
SICCO" K.a.iy Mix,-.! Paint should be used Both 
the "Liquid Konkerit Primer md"Liquid Konkerit" 

al'.' niadi- under Patent No M :> H i,,| ,i< ; , : . , , I |. , , 1 1 \ 
the same as "< I Ml A I I'll. I I I! ina-mm-li as the 
acid resins contained therein do the work, bul thej are 
madea trifle more flexible inorderto withstand exposure 
!•■ the • lements. 
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Directions for Painting a 
Portland Cemenl 

Porch Floor. 

Ii is quite a difficult problem to make a paint which 
will stand properly on n Portland cement floor exposed 
I,, the weather. Numerous complaints have Keen 
received bj us which tend to show that painters and 
users generally have attempted to paint Portland 
cement porch floors with our mat. rial-, using a caustic 
soda solution to take the ol<l paint off, and then not 
thoroughly removing the caustic soda. Attempts haw 
sde toappl) our "CEMENT FILLER" and 

i I Ml \ I FXOOB PAIN T ' over old oil paints. In 

im iv, .iiiimellil oilrcoalini;- to he u-clover 

paints of this character, particularly when they have 
penetrated the surface of the floor. The ol.l paint 
should be scraped off with wire brushes. Do not use 

chemicals, as it i> impossible to remove chemical- 

t .,,lii, U When i oatill^ a I'ortlallil cement porch Moor 
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the best procedure is In iimm tir^t coating of >citii-f;li»>. 
"( .in. nt Floor Paint, "which contains enough acid res- 
in t.. in hi r.ill/r I lir limr in tin- It. iur. thru applj a coat 
of gloss "Cement Floor Paint," and over that apply a 
coat of any one of our " Flex-Sicco" Heady Mixed 
Paints If this is done in clear, dry weather, good 
i, -ills will be obtained, but if the Boors are soaked with 
rain, the results will be unsatisfactory 
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